Approved For Release 2001/Q9/C 


mwwswra 


0200010017-1 


Analysis of Compensatory Leave Forfeited IMS 

Leave Year 1958 
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All otse at 





Cede 

Office 

Hours 


Amount 

1801 

DCI 

• 



1002 

Planning and Development Staff 

- 



1003 

Cable Secretariat 

9 



1004 

AQDATOPC 

31 



1005 

Inspector General 





Tetal Director 

40 

0.0 2 

$ 144 

1300 

DO/C 

- 

- 

- 


Fleas Groups 




2001 

SO/P 

— 



2050 

m 

— 



2075 

ISR 

- 



2100 

PPM 

30 



2300 

FI 

15 



24(30 

10 

74 



2500 

TSS 

12 



2606 

OS 

2 



2700 

Cl 

70 




Area Divisions: 




3100 

EE 

414 



3200 

SE 

48 



3300 

NEA 

175 



3400 

sa 

613 



3500 

ws 

20 



3600 

WE 

25 



3700 

PE 

74 




Total Plans Group 

ns 


5. 758 


Intelligence Group: 




4001 

DO/I 

3 



4101 

00 Asst. Dir. 

— 



4102 

Sweat 

- 



4200 

Contact 

4 



4300 

m 

37 



4400 


64 



5100 

XI 

124 



5300 

am 

48 



5400 

mi 

401 



5500 

PIC 

- 



5600 

Xft 

179 



5700 

ORR 

669 



5(300 

081 





Total Intelligence Group 


0.74 

5.530 
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Code 


6001 

6002 
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! 6200 
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6500 
6600 
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Support! 
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Cgwereial 

General Counsel 
Comptroller 
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Bed leal 
Train lug 
Coaamnications 
Total Support 
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Man-Years 
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156 

23 

33 

310 

110 

^38T 

0.33 

$13.584 

3*621 

1.66 
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